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Base compiled from following 1:24,000 scale 
7'/a minute quadrangle maps of the U.S. 
Geological Survey: Huntington, N.Y., 1954, 
Greenlawn, N.Y., 1954, Central Islip, N.Y.. 
1956, and Patchogue, N.Y., 1956 


EXPLANATION 
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Approximate contour on water table 

Shows altitude of water table in feet above 
mean sea level. Dashed where inferred. 
Contour interval, 5 feet. Arrow shows 
horizontal component of direction of 
water movement. 


Water-level observation wel 
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MAP OF MID-ISLAND AREA SHOWING CONTOURS ON THE WATER TABLE IN APRIL 1968 


